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P 201831Z MAY 75 
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TO AMEMBASSY BRASILIA PRIORITY 
INFO AMCONSUL RIO DE JANEIRO PRIORITY 

UNCLAS STATE 1 17452 

E.O. 11652: N/A 
TAGS: BTRA, EIND, BR 

SUBJECT: MISREPRESENTATION OF U.S. MEDICAL EQUIPMENT 

REFERENCES: (A) BRASILIA 3929, B) STATE 116455 

1 DEPARTMENT INFORMED VERNITRON PRESIDENT KITTNER OF 
JUNE 2 APPOINTMENT ARRANGED BY EMBASSY (REF A) AND POINTED 
OUT THAT MINISTER'S OFFICE APPARENTLY DID NOT MENTION TO 
EMBASSY THE MAY 22 APPOINTMENT REPORTEDLY ARRANGED BY 
GENERAL COUTINHO (REF B). 

2. KITTNER HAS DECIDED TO PROCEED WITH PLANS OUTLINED 
REF B TO ARRIVE RIO DE JANEIRO MAY 21 IN HOPES MAY 22 
APPOINTMENT IS FIRM. KITTNER WILL CONTACT ECONOMIC 
COUNSELOR UPON ARRIVAL. INGERSOLL 
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